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Abstract — Nowadays security is a major problem in around 
the world. Particularly in communication area, data is 
transmitting over public networks, these networks have lack 
security and are vulnerable. Cryptography is important 
technologies that are used to preserve data security and 
integrity. Encrypt and decrypt are important security 
technologies in data transmission through the public networks. 
These technologies used to preserve data security and privacy 
then reduce information theft in the public networks. The 
existing routing protocol is incapable of providing secure data 
transmission over public networks. 

Our research team to implement Group Key Management 
Protocol (GKMP). In this paper to create validate group 
member and distribute the key to all the member of groups. We 
propose a group key management protocol, these protocol only 
allows the validate group member to access data in public 
networks and then create and distribute the key. 

A secure key management protocol needs a number of 
supporting functions for example military environment. The 
major support functions are security management and network 
group management. The group member function interacts with 
other management function in the network to provide the 
GKMP with group membership lists and group controller. We 
implement a prototype of Group key management protocol on 
the NS -3 simulator. 


Index Terms — Cryptography, Encryption, Decryption, Group 
Key Management Protocol (GKMP), NS -3 

I. Introduction 

The internet is a major communication media in around the 
world. Infact public networks are less secure than private 
networks. The transmitting secure data over public network 
having lack security and data privacy. This networks is allows 
hacker to read and modify original data. 

Because secure data travels through the public 
networks. People are demand data security and data privacy 
for their sensitive data. In other hand to use various security 
protocols such as MACsec [1], Point to Point Tunneling 
protocol (PPTS) [2], Secure Socket Layer (SSL) [3], Internet 
Protocol Security (IPSec) [4], this types of protocols 
implemented to provide data security. These methods can 
provide data security only in end to end hosts. 

Because the internet comprises millions of networks 
that are connected by routers. Most of the data travels through 
these networks routers. Regular routers are incapable of 
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providing data security. Our research team to implemented 
link encryption protocol by using group router .there router to 
solve the problem of key distribution and reduce information 
hacking in public networks, group member function it’s 
consists of following manner, first one is validate group 
member, then create key for group member using group 
controller and then routing and replication. 

II. Prior work and Motivation 

Our knowledge there is no proper scheme to issue of 
security solution is implemented in public networks. Because 
secure data travels through the internet’s. To this end, various 
security protocols to implement such as MACsec [1], Point to 
Point Tunneling protocol (PPTS) [2], Secure Socket Layer 
(SSL) [3], Internet Protocol Security (IPSec) [4], these types 
of protocols implemented to provide data security. These 
methods can provide data security only in end to end hosts. 
The prior link layers are explicitly of public network and very 
inefficient. In other hand TCP/IP is the major concept used in 
internet data transmission protocol. The TCP/IP was 
introduce to provide a connection between two end hosts 
.when multiple data buffering mechanism lead to time delays. 

The proposed protocol to perform a link encryption with 
help of group member function. These functions to check 
validate group member and create and distribute the key to 
validate group member. This protocol in order to generate the 
key among neighbors and exchange key through public 
networks. 

III. Link Encryption and Group Establishment 

Link encryption is an approach to security that 
encrypts and decrypts all traffic at each end hosts of a 
communication lines. Each vulnerable communication link is 
equipped on both with a Encryption Devices. Link encryption 
is the data security process of encrypting data as it is 
transmitting between two points. Information, which is 
original text in the host server, is encrypted when it leaves the 
next, decrypt at the next link. Each and every link having same 
key in validate group member .this process repeat until the 
data has reached the recipient. 

3.1 Group Establishment 

To establishment group member of host that share a key 
must validate all intended recipients have permission to join 
the group and distribute the key to all validate group member. 
The group establishment is consists of following 
manner. 1. Create group and maintaining the validate group 
member. 2. Create and distribute the key through the group 
controller. 
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Fig: 1 Group Establishment 


IV. SYSTEM ARCHITECTURE 



Fig: 2 Architecture of Group Establishment 

The system architecture is a process of establish a 
members of group, that share a key and verify that ah 
neighbors and Recipients have permission to join the group. 
Distribute the key to ah validate members of group. This 
process consists of two phases, such as creation and 
distribution of the key through the key server. Group 
establishes is a process of “Create group”. 

The group controller verify ah are the group member 
have a validate Group membership. Next then controller to 
create a key. Then that key to distribute to the group member. 


After they distribute the group member to process either in 
encrypt and decrypt the devices. After creation of key, other 
end members contact the group controller, a key is created, 
member permissions are validate. 


V. Data Flow Diagram 



Fig: 3 Data Flow Diagram 

The Fig: 3 Data flow Diagram for to establish the group 
member and distribution of key to validate group member 
through group controller. The Group controller is an approach 
to distribute the keys to validate group member. Each and 
every Group member of the communication link is either 
encrypted or decrypted the devices for secure data 
communication in public networks.. Then send secure data to 
validate group member. Other wise to block the unauthorized 
member in communication lines and verify the key values. 

VI. Conclusion and Future work 

In this paper we presented a secure authenticated group key 
exchange algorithm that operates for large group member. We 
have extended the work encrypted/decrypted each group 
member .The advantages of this algorithm is consists of 
following. First one is to create validate group member and 
then distribute the key to authorized group member. It is a 
provide secure Algorithms for data transmission through 
public networks. 
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Our future work will focus on researching security 
mechanisms that allow greater scability, extended network 
life time and dynamic node joining. 
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